Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 

01/CN=REC1PIENTS/CN=JAMES.HANCHETT] 

Sent: 12/16/2011 1:55:02 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Juiianne.Nassif] 

Subject: T1 Questiion 


Hi Julie, We will check back after New Year for OT on Boston Samples. 

I have a question about the T1 upgrade. UMass contacted me about payment for their side of the upgrade. Will this be 
billed to existing account or should I check with IT. I asked local IT rep Eric Byrne and he had know idea. Below is email I 
received. 


Hi James, Telecom has been working with Eric Byrne in putting in a new T1 circuit in Morrill. Right now the labor is at 
$260.00 (4hrsx$65 pr hr) 

Is this to be charged under the WMass Public Health account? The old T1 was under TFOOIO.. 

Thanks, Mary 

Mary Wiseman 
Telecommunications 
Customer Service Rep. 

5.3090 


Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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